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Al  HYATT  MED1CAI  LABORATORY  COMPANY 


Patient  Name : 

MEFARI  I  HEZAM  AL  AKLA13Y 

Invoice  No.  :  173391 

Age  /  Sex  : 

50  Y  /  Male 

Invoice  Date  :  03/05/2020  3:56:16  PM 

Referred  By  *• 

DR.  OPD 

Sample  Date:  03/05/2020  3:59:54  PM 

Center  : 

1 ;  '>• 

HML 

Result  Ready  :  03/05/2020  5:52:33PM 

File  No  : 

 t'  •  \ 

173197 

Printed  on  :  03/05/2020  5:52:37PM 

LABORATORY  REPORTS 


CLINICAL  BIOCHEMISTRY 


Test  Name  p. 

Result 

UNITS 

Ref.Range 

ALANINE  AMINOTRANSFERASE  (ALT  /  GPT) 

*7  ’  " 

64 

U/L 

0  -  42 

ASPARTATE  AMINOTRANSFERASE  (AST/GOT) 

111 

U/L 

10-37 

ALKALINE  PHOSPHATASE 

558 

U/L 

31  - 112 

| 

GAMMA  GLUTAMYL  TRANSFERASE  (GGT) 

1219 

U/L 

<47 

• 

i 

PROTEIN- TOTAL 

.....  •  l  ’I 

6.2 

g/dL 

6.4-8.3 

ALBUMIN  . 

3.9 

9/dL 

3.5 -5.3 

GLOBULIN 

2.3 

9/dL 

1.6 -3.5 

ALBUMIN/GLOBULIN  RATIO  (A/G  RATIO) 

1.7 

1.2  -2.1 

*******  End  of  Report  ****** 
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Patient  Name  : 

,  MEFARH  HEZAM  AL  AKLABY 

Invoice  No.  :  173391 

Age  /  Sex  : 

50  Y  /  Male 

Invoice  Date  :  03/05/2020  3:56:16  PM 

Referred  By 

DR.  OPD 

Sample  Date:  03/05/2020  3:59:54  PM 

Center 

HML 

Result  Ready  :  03/05/2020  5:52:33PM 

File  No 

173197 

Printed  on  :  03/05/2020  5:52:37PM 

LABORATORY  REPORTS 


HAEMATOLOGY  &  COAGULATION 


Test  Name  j 

Result 

UNITS 

Ref.Range 

PROTHROMBIN  TIME 

j  •  .  ../  u 

16.0 

Seconds 

11-15 

CONTROL  1 

12.0 

Seconds 

INR 

1.33 

Therapeutic  Rangc:2.0  -  3.0 

*******  End  of  Report  ****** 
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Laboratory  Specialist  ^  ;v 
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Patient  Name  : 

MEFARI  1  1 ILZAM  AL  AKLA13Y 

Invoice  No.  :  1/3391 

Age  /  Sex  : 

SO  Y  /  Male 

Invoice  Dote  :  O3/OS/2O20  3:56:16  PM 

Referred  By  : 

DR.  OPD 

Sample  Dote:  03/05/2020  3:59:54  PM 

Center  : 

HML 

Result  Ready  :  03/05/2020  5:52:33PM 

File  No 

173197 

Printed  on  :  03/05/2020  5:52:37PM 

LABORATORY  REPORTS 


HORMONES/ENDOCRINE/TUMOR  MARKERS 


Test  Name  .  i 

Result 

UNITS 

Ref.Range 

ALPHA  FETOPROTEIN  (AFP) 

24 

IU/mL 

0.5:5. 5 

Notc:- 

1.  This  test  is  not  recommended  to  screen  cancers  in  the  general  population. 

?  False  ncgalivc/positivo  results  arc  observed  in  patients  receiving  mouse  monoclonal  antibodies  for  diagnosis  or  therapy. 

3. Use  of  AFp  as  a  tumor  marker  is  not  recommended  in  pregnant  females. 

'I.AFP  values  regardless  of  levels  should  not  be  interpreted  as  absolute  evidence  for  the  presence  or  absence  of  disease.AII  values  should  be 
correlated  with  clinical  findings  and  results  of  other  investigations. _ _ _ 

CARCINO  EMBRYONIC  ANTIGEN  (CEA)  PENDING  ng/mL  Smokers  <  5.00 

Non  Smokers  <  3.00 


Note: Scrum  CEA  level, regardless  of  value, should  not  be  interpreted  as  absolute  evidence  for  the  presence  or  absence  of  malignant  diseasc.Thc  CEA 
assay  value  should  not  be  interpreted  in  conjunction  with  information  available  from  clinical  evaluation  and  other  diagnostic  procedures. 

*******  End  Of  Report  ****** 
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